Boyd  Memorial  Christian  Church,  Charleston, 
W.  Va.,  Delaware  at  Randolph.  Church 
founded  in  1916.  Membership  over  1200.  Valu- 
ation of  church  plant  and  equipment  over 
$200,000.00.  Visitors  always  welcome. 


PLACE 
ONE  CENT 
STAMP 
HERE 


POST  CARD 


